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3.125 (a) 

FACILniES, GENERAL 

There are several areas of metal fer»cing al the farm animal erclosune that neetJs. to be repaired or replaced. Ttie 
gwls have caused minor demagia to the foncing and it they oompa in contact with it, ftiay could giat iniurad. The 
facility shall be maintained In good rapair to protect lha animals Irom Injury. 
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